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KETONES

Ketones with less than 6 carbon atoms

NITRILES

Acetonitrile
Propionitrile

SULFONIC ACIDS

Sodium or potassium salts of most are acceptable

II.    INORGANIC CHEMICALS

This list comprises water-soluble compounds of low-toxic-hazard cations
and low-toxic-hazard anions. Compounds of any of these ions that are
strongly acidic or basic should be neutralized before disposal down the
drain.

Cations                              Anions

A13+                           B033-,B4072-

Ca2+                          Br-

Cu2+                          CO32~

Fe2+'3+                     Cr

H+                         HSO3-

K+                             OCN-

Mg2+                          I-

Na+                           NO3-

NH4+                         PO43~

Sn2+                           S042-

Sr2+                           SCN-

Zn2+

Zr2+